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Mr. William G. Miller 

Staff Director, Senate Select 
Committee on Intelligence 

United States Senate 

Washington, D.C. 20510 


Dear Mr. Miller: 


In response to your letter of 21 June 1977 and pursuant 
to the 23 July 1976 Memorandum of Understanding between the 
Attorney General and the Senate Select Committee on Intelli- 
gence, I have reviewed the summary memoranda and supporting 
material on Messrs. Frank Lamon Golightly and Fentress Alveno 
Hickman, as supplied to the Senate Select Committee by the 
Director of the Federal: Bureau of Investigation. I find 
that they meet the criteria for access to sensitive compart- 
mented information as set forth in Director of Central 
Intelligence Directive No. 1/14, dated 13 May 1976. 


In accordance with the Memorandum of Understanding of 
21 January 1977 between the Senate Select Committee and this 
Agency, returned herewith are the summary memoranda containing 
the results of the investigation of Mr. Golightly, dated 
16 and 21 June 1977, and Mr. Hickman, dated 17 June 1977. 
Director Kelley's letters to Senator Inouye, dated 16, 17 and 
21 June 1977 are also enclosed. 
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Robert W. Gambino 
Director of Security 


Enclosures 
Distribution: 
Original - Adse 
1 - OLC 
1 - D/Sec 1 - OS Registry 
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1_- CD 2 - OS files 
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